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UNITED STATES OF AMERICA 


Approved For Rabage 22a | ls EAR 1 ABRRRRP 200279 


Region 3 
Washington, D.C. 20407 


1972 


Chief, Real Estate and 
Construction Division 
Central Intelligence Agency 
Washington, DC 20505 


Dear [1] 


Reference is made to your letter dated December 22, 1971, 
subject effluent survey for Central fated iiecace Agency 
facilities. 


An inspection has been scheduled for January 20, 1972, at 
10 a.m. Mr. George Williams and Mr. John Farrel of the 


STAT 


Water Quality Office of the Environmental Protection Agency 


will begin these inspections at 
We trust that this time will be satisfactory. 
Sincerely, 


KES a ver L 


pAb J. PROVINCE 
Chief, Buildings Operation Division 
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